Index  of  New  Products 
Featured  in 
Surgical  Business 
During  1980 


ITEM 

COMPANY 

ISSUE 

PG.  i 

ANA  Immunofluorescent  Test  Svstem 

Clinical  Sciences  Inc. 

Jan. 

126 

ANA  Test  Kit 

Lab-Tek 

April 

78 

Abdominal  Binders 

A-T  Surgical  Mfg.  Co. 

Dec. 

52 

Airway 

Vesta,  Inc. 

March 

90 

Analyzer,  (ias 

Centronic,  Inc. 

Jan. 

116 

Analvzer,  Safety 

Bio-Design.  Inc. 

Jan. 

112 

Ankle  Stabilizer 

Cramer  I^ixlucts 

June 

62 

Antibodies,  Purified 

Kirkegaard  &  Perry  Laboratories.  Inc. 

Aug. 

146 

Anti-Kmbolism  Svstem 

iii  Medical  Systems 

Jan. 

68 

Antimicrobial  Removal  Device 

Marion  Scientific  Corp. 

Aug. 

134 

Antiseptic,  Oral 

Marion  Laboratories,  Inc. 

Feb. 

54 

Anti-Shock  Trouser 

David  Clark  Inc. 

June 

62 

Apparel,  Patient 

Fashion  Seal  Uniforms 

April 

68 

Applicator,  Two-chamber 

Silver  Industries.  Inc. 

March 

106 

Baf>,  Urinary  Drainage 

Mark-Clark  Prixlucts 

Nov. 

68 

Bag,  Urinary  Incontinence 

Longstreet  Pharmacal  Corp. 

Jan. 

72 

Bags  &  Containers 

Healthmark  Industries  Co. 

Nov. 

82 

Bags,  Sterilization 

Favorite  Plastic  Corp. 

Jan. 

96 

Bandage  Pins 

Labtron  Scientific  Corp. 

Nov. 

70 

Bath  Lift 

Chec  .Medical  Pnxlucts 

(Xt. 

72 

Bath  Oil 

Mermal  Pharmaceutical  l.aboratories 

Jan. 

92 

Bath  Rail 

FrohiK'k-Stewart.  Inc. 

Mav 

70 

Bath  Rail 

FrohiK’k-Stcwart,  Inc. 

Julv 

54 

Batteries 

Labtron  Scientific  Corp. 

June 

65 

Bed  Rail 

Invacare  Corp. 

May 

70 

Bed,  Rental 

Sci-O-Tech 

June 

60 

Bee  Sting  Pads 

Phvsicians  &  Nurses  Mfg.  Corp. 

Oct. 

76 

Benches.  Convertible 

Hamilton  Industries 

Sept. 

50 

Blades.  Laryngoscope 

The  Bittner  Corp. 

Aug. 

126 

Blood  Chemistry  Svstem 

Precision  Diagnostics.  Inc. 

June 

67 

Blood  (las  Controls 

Curtin  Matheson  Scientific  Inc. 

May 

84 

Blood  (ias  Quality  Control  Svstem 

The  London  Co. 

Jan. 

126 

Blood  Pressure  Monitor 

The  Lumiscope  Co.,  Inc. 

Nov. 

68  1 

Blood  Pressure  Unit 

Marshall  Electronics 

.March 

94 

Blood  Sampling  Kit,  Arterial 

Terumo  America.  Inc. 

Jan. 

86 

Blood  Test  Kits 

Nuclear  Medical  Systems,  Inc. 

March 

88 

Bottle,  Hot  Water 

Labtron  Scientific  Corp. 

April 

68 

Boxes,  Ribbed  Tote 

Healthmark  Industries  Co. 

July 

58 

Brace,  Ankle 

A-T  Surgical  Mfg.  Co..  Inc. 

Julv 

56 

Brace,  Knee 

Southern  Prosthetic  Supply  Co. 

Jan. 

98 

Breathing  Tube  Stabilizer 

Olympic  Medical  Corp. 

Sept. 

52 

CSR  W  rap 

Busse  Hospital  Disposables 

Nov. 

77 

Cabinetry,  Modular 

Hamilton  Industries 

Sept. 

50 

I  Cadaver  Lift,  Portable 

Jewett  Refrigerator  Co..  Inc. 

Feb. 

48 

134 
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Cane  &  Seat,  Folding 

Alummaid 

June 

64 

Canes 

Murray  Salk.  Inc. 

Jan. 

74 

Canes,  Quad 

Carcx 

May 

72 

Canes,  Quad 

Jung  Prixlucts.  Inc. 

June 

62 

Cannula,  Suction 

.Amko  .Manufacturing  Co. 

Aug. 

1.30 

Cans,  Step-On 

Sanette 

March 

l(K) 

Car  for  the  Disabled 

Amigo  Sales.  Inc. 

Jan. 

92 

Cardiac  Computer 

Electro-Catheter  Corp. 

Jan. 

116 

Cardioscope-Recorder 

Resuscitation  LaKiratories 

Jan. 

112 

Carrying  Aids 

Ventura.  Inc. 

Aug. 

128 

Cassette 

Lab-Tek 

May 

80 

Cast  Shoe 

Camp  International,  Inc. 

Nov. 

68 

Casting  Products 

3M 

Jan. 

98 

Casts,  (>lass  Fiber 

Owens-Coming  Fiberglas  Corp. 

March 

no 

Catheter,  Foley 

.Akron  Catheter.  Inc. 

Jan. 

88 

Catheter,  Ileostomy 

.Atlantic  Surgical  Co..  Inc. 

Jan. 

86 

Catheters 

Superior  Plastic  Prixlucts  Corp. 

Feb. 

46 

Cell  Counting  Tests 

Becton,  Dickinson  Vacutainer  Systems 

Aug. 

134 

Chair,  Lift 

Action  Lift  Chairs,  Inc. 

Jan. 

122 

Chairs,  Folding 

D.  A.  Kadan  Co..  Inc. 

Aug. 

126 

Chamber  Maintainer 

Ileyer-Schulte  Medical  Optics  Center 

March 

94 

Chart  Closure 

Rene  Industries 

July 

59 

Chemical  Lab  System 

Du  Pont  Clinical  Systems  Division 

Aug. 

142 

Chemostat 

New  Bmnswick  Scientific  Co..  Inc. 

March 

116 

Choking  Aid 

Neward  Enterprises.  Inc. 

Jan. 

123 

Clamp,  Hysterectomy 

J  Sklar  Mfg.  Co.,  Inc. 

CXt. 

70 

Cleaner,  Laboratory 

Manostat  Corp. 

Feb. 

50 

Clip,  Stopper 

Becton.  Dickinson  Vacutainer  Systems 

Sept. 

50 

Clips,  Cardi 

Labtron  Scientific  Corp. 

CXt. 

70 

Closures,  Plastic  Disposable 

Hcalthmark  Industries  Co. 

May 

78 

Clot  Activator  Tube 

Becton.  Dickinson  Vacutainer  Systems 

Dec. 

59 

Coats,  Lab 

Worklon 

April 

80 

Coats,  Lab 

Fashion  Seal  L'niforms 

June 

66 

Cold  Therapy  I'nit 

C'hattanixiga  Corp. 

Jan. 

76 

Collar,  Cervical 

Camp  International.  Inc. 

May 

76 

Collar,  Kxtrication 

Physicians  &  Nurses  Mfg.  Corp. 

June 

63 

Colorimetric  Kit 

Bioware  Prixlucts 

Aug. 

146 

Commode  Chair 

Invacare  Corp. 

Sept. 

60 

Commode,  Drop  Arm 

Invacare  Corp. 

Dec. 

51 

Commodes 

Lumex,  Inc. 

Nov. 

70 

Comprevsors,  Air 

Medo  U.S.A.,  Inc. 

Jan. 

112 

Computer  Software  Systems 

L'nivair  International 

Jan. 

92 

Control  Lock 

Rene  Industries 

IXc. 

58 

Countertop,  Plastic 

Bobrick  Washnxim  Equipment,  Inc. 

Nov. 

81 

Crutch  Accessories 

Carex  Health  Care  Prixlucts 

Aug. 

1.30 

Crutch  Aid 

Four  Winds  Trading  Co..  Inc. 

Jan. 

120 

,  Cuff  Container 

PyMall  Corp. 

March 

86 

Cushion,  Inflatable 

Jack  Ro/ene  Co. 

June 

65 

Cushion,  Seat 

Waling  Industries 

Jan. 

116 

Denbrillator,  Portable 

Fairfield  Medical  Prixlucts 

Nov. 

82 

Destroyer,  Syringe  &  Bottle 

Esquip  Corp. 

March 

112 

Diabetic  Aid 

Abraham  Fischer 

Jan. 

86 

Diagnostic  Set 

Welch  Allyn 

May 

70 

Diagnostic  Tests 

Nuclear  Medical  Systems.  Inc. 

May 

84 

Diapers,  Disposable 

Mark  One  Hospital  Prixlucts,  Inc. 

Jan. 

80 

Dispenser,  Chemical 

Manostat 

Jan. 

126 

Dispenser  Pump 

Manostat 

Nov. 

79 

Dispenser,  Sterile 

Manostat 

Dec. 

59 

Dressing,  Membrane 

Acme  United  Corp. 

Jan. 

106 

Dust  Remover 

National  Aerosol  Laboratories 

Nov. 

70 

EC(i  Event  Recorder 

Brentwixxl  Instruments.  Inc. 

Jan. 

86 

'  EK(>  Paper 

Labtron  Scientific  Corp. 

Nov. 

70 

Electrocardiography  System 

Del  Mar  Avionics 

Jan. 

120 

Electro-Encephalograph,  Portable 

Enku  Medical  Systems  D.V. 

Nov. 

77 
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ISSUE 
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Electrode,  ECG 

Lectec  Coqj. 

March 

114  1 

Electrode  Conditioning  L'nit 

The  London  Co. 

Dec. 

57 

Electrodes,  ECG 

Temptronix 

Dec. 

53  1 

Electrode  Cream 

Beck-Lee 

March 

86  I 

Electrode,  Fetal  Scalp 

Surgicraft  Ltd. 

July 

56  1 

Electrodes 

Sybron  Medical  Prixlucts  Division 

June 

60  ! 

Electrodes,  Black 

Uni-Patch 

Mav 

70 

Electrosurgical  (lenerator 

Concept.  Inc. 

Jan. 

118 

Electrosurgical  Unit 

Elmed,  Inc. 

Jan. 

70 

Electrosurgical  Unit 

Elmed.  Inc. 

Feb. 

44 

Electrosurgical  Unit 

Elmed.  Inc. 

Aug. 

128 

Enema  Kit,  Disposable 

MacLee  Prtxlucts 

March 

% 

Entoptoscope 

Medical  Instrument  Research 

Associates.  Inc. 

Jan. 

114 

Environmental  Chambers,  Anaerobic 

Marion  Scientific  Corp. 

Mav 

76 

Environmental  Sampler  System 

Marion  Scientific  Corp. 

March 

120 

Evaporator,  Rotarv 

Wheaton  Instruments 

Aug. 

142 

Exercise  Bike 

Walton  Manufacturing  Co. 

Sept. 

58 

Exercise  Bikes 

Dave  Harrison  Pnxlucts 

Feb. 

46 

Exerciser 

Sci-O-Tech 

May 

74 

Extraction-Irrigation  System 

Cavitron  Surgical  Systems 

Feb. 

44 

Extractor,  Fetal  Head 

Amko  Manufacturing  Co. 

April 

68 

Fabric,  Antimicrobial 

American  Convertors 

Dec. 

58 

Fetoscope 

Dyonics.  Inc. 

Jan. 

116 

Film  Evaporator 

Buchler  Instruments.  Inc. 

Nov. 

72 

Film,  Polyethylene 

Favorite  Plastic  Corp. 

May 

72 

Film,  Surgical 

Deseret  O.R.  Pnxlucts 

Dec. 

51 

Filter  System 

Surgikos 

Jan. 

70 

Filters,  Membrane 

Schleicher  &  Schuell 

Feb. 

54 

First  Aid  Device  for  Choking 

Ncward  Enterprises.  Inc. 

Nov. 

79 

First  Aid  Items 

Physicians  &  Nurses  Mfg.  Corp. 

March 

88 

Flask 

Nalge  Co. 

March 

114 

Flatware  Packets 

Aseptic-Thermo  Indicator 

Nov. 

74 

Flow  Meter 

Erie  Controls 

June 

64 

Fluid  Dispensing  Connector 

Burron  Medical.  Inc. 

Dec. 

51 

Foam  Needle  Counter 

Devon  Industries.  Inc. 

Nov. 

78 

Forceps,  Rectal  Biopsv 

Miltex  Instrument  Co. 

Dec. 

56 

Fraction  Collector 

Buchler  Instruments.  Inc. 

June 

67 

Freezer,  Blood  Plasma 

Jewett  Refrigerator  Co..  Inc. 

Jan. 

98 

Freezer,  Plasma 

Forma  Scientific 

Aug. 

140 

Furniture,  Metal  Lab 

Forma  Scientific 

March 

120 

(iailon  Shipper 

Polyfoam  Packers  Corp. 

Nov. 

84 

Gas  Detection  Kit 

Scientific  Gas  Pnxlucts.  Inc. 

Aug. 

140 

(Jas  Purifier 

Scientific  Gas  Prtxlucts.  Inc. 

Dec. 

55 

(lastroscope 

Pentax  Precision  Instrument  Corp. 

Sept. 

54 

Gavage  Bag  &  Set 

Ethox  Corp. 

Dec. 

55 

Gel,  Topical 

Deseret  O.R.  Pnxlucts 

Sept. 

54 

Gloves,  Surgical 

Deseret  O.R.  Prtxlucts 

Sept. 

54 

Gown,  Exam 

Mars  Manufacturing  Co. 

March 

86 

(lown.  Patient 

Murray  Salk.  Inc. 

Dec. 

52 

Gown,  Patient’s 

Fashion  Seal  Uniforms 

Sept. 

64 

(iown.  Surgeon's 

Fashion  Seal  Uniforms 

Dec. 

51 

Gowns,  Surgical 

Surgikos 

Jan. 

70 

Handle,  Light 

Burton/Cavitron 

Jan. 

76 

Handle,  Steriliz^ble 

Medical  Illumination.  Inc. 

July 

59 

Heart  Support  Balloon 

Datascopc  Corp. 

Jan. 

123 

Heat  Sealer 

Faser  Industries 

Nov. 

84 

Heat  Therapy  Pad 

Gavmar  Industries.  Inc. 

Sept. 

60 

Hydrotherapy  System 

Century  Mfg. Co. 

Nov. 

77 

LD.  System,  Emergency 

LifeAlert 

Jan. 

108 
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I.D.  System.  Patient 

Mac  Lee  Products 

Jan. 

no 

I  I.V.  Administration  Sets 

Cutter  Medical 

Jan. 

68 

i  I.V.  Prep  Kit 

Argyle 

Nov. 

70 

1  Ice  Packs.  Blue 

Divajex  Health  Care  Products 

Jan. 

94 

Illuminator,  Nasal 

Welch  Allyn 

Feb. 

44 

Immunoelectrophoresis  Kits 

Bioware  Products 

Aug. 

146 

Incontinence  Control  System 

Humanicare  International 

Sept. 

52 

Incontinent  Pants 

Kieinert’s  MedicaMntemational 

Nov. 

70 

Incubator,  Modular 

Forma  Scientific 

March 

104 

Indicator,  Heat 

Solder  Absorbing  Tech..  Inc. 

April 

78 

Indicators,  Biological 

Aseptic -Thermo  Indicator 

Oct. 

74 

Indicators,  Ethylene  Oxide 

Aseptic-Thermo  Indicator 

Aug. 

134 

Inhalants,  Ammonia 

Physicians  &  Nurses  Mfg.  Corp. 

Oct. 

76 

Injector,  Veterinary  Jet 

Vemitron  Corp. 

Oct. 

76 

Ink.  Printing 

Tempil 

March 

no 

Instrument  Protector  Packs 

Principle  Business  Enterprises.  Inc. 

June 

60 

Instrument  Storage  Pouch 

3M  Surgical  Prixlucts 

Nov. 

85 

Instruments,  Microsurgery 

Xomed.  Inc. 

Jan. 

76 

Instruments,  Surgical 

Laschal  Instrument  Corp. 

Jan. 

78 

Intermittent  Compression  System 

Medipedic 

March 

102 

Insentory  Control  Board 

Methixis  Research  Corp. 

Jan. 

80 

Jacket,  Professional 

Fashion  Seal  Uniforms 

Sept. 

64 

Labeling  System,  Lab 

3M 

May 

82 

Labels 

Fasson  Specialty  Materials  Division 

March 

102 

Labels,  Sterilization  Indicator 

Aseptic-Thermo  Indicator 

Jan. 

88 

Lamp,  Arc 

Illumination  Industries.  Inc. 

Nov. 

78 

Lamp,  Ultra-Violet 

Ultra-Violet  Pnxlucts.  Inc. 

March 

90 

Laryngoscopes,  Infant 

Welch  Allyn 

April 

68 

Leg  Prosthesis  Aid 

Camp  International.  Inc. 

(Xt. 

72 

Lift  &  Walker  Combination 

R.  J.  B.  Enterprises 

Nov. 

85 

Light,  Neonatal  Examination 

Welch  Allyn 

Oct. 

74 

Lights,  Demonstrator 

Burton/Cavitron 

Aug. 

1.30 

Mask.  Anesthesia 

Ohio  Medical  Prtxlucts 

Jan. 

96 

Massage  Apparatus 

General  Physiotherapy.  Inc. 

Dec. 

58 

Mats 

Precept 

Dec. 

56 

Mattress,  Flotation 

Jefferson  Industries,  Inc. 

Jan. 

80 

Mattress,  Pediatric  Flotation 

AeriKcuticals  Health  Care  Prixlucts 

Aug. 

132 

Medical  Table 

Hamilton  Industries 

IXc. 

54 

Membrane  Change  System 

Litton  Medical  Electronics 

Dec. 

58 

Microscope 

Solder  Absorbing  Tech.,  Inc. 

April 

78 

Microscope  Support  Column 

American  Sterilizer  Co. 

Sept. 

60 

Microscope,  3-D  Video 

3D  Technology  Corp. 

May 

84 

Microsurgical  Needle  Holder 

J.  Sklar  Mfg.  Co..  Inc. 

Dec. 

51 

Mixer,  Orbital 

Wheaton  Instruments 

Jan. 

126 

Mobility  System 

Camp  International,  Inc. 

Dec. 

53 

Models,  Anatomical 

Damon  Instructional  Systems 

Jan. 

114 

Monitor 

Hudson  Oxygen  Therapy  Sales  Co. 

Jan. 

68 

Monitor,  Neonatal 

Hewlett-Packard  Co. 

Jan. 

no 

Needle,  Bone  Marrow 

Shcrw(x>d  Medical 

Oct. 

70 

Needle  Counting  &  Disposal  System 

Kleen  Test  Prtxlucts,  Inc. 

March 

102 

Needle  Holder,  T-C 

J.  Sklar  Mfg.  Co.,  Inc. 

April 

68 

Needle  Microprobes 

Bailey  Instruments,  Inc. 

April 

70 

Needle,  Transfer 

Burron  Medical,  Inc. 

Aug. 

132 

Nursing  Care  Products 

Redi-Pnxlucts,  Inc. 

June 

65 

Nutrient  Pad  Kits 

Nalgc  Co. 

Aug. 

138 

OB  Kit 

Physicians  &  Nurses  Mfg.  Corp. 

June 

63 

Obstetrical  Telemetry  System 

Hewlett-Packard  Co. 

Nov. 

84 

SuHGK  AL  Bi'sinf.ss  /  March  I9HI 


137 


ITEM 

COMPANY 

ISSUE 

PG. 

Ostomv  Pouch,  Closed-End 

E.  R.  Squibb  &  Sons.  Inc. 

Jan. 

90 

Otoscope,  Teaching 

W'elch  Allyn 

Jan. 

68 

Oxygen  &  Air  Blender 

Bird  Corp. 

April 

76 

Oxygen  Regulators 

Hudson  Oxygen  Therapy  Sales  Co. 

Dec. 

51 

Package,  Unit  Dose 

Isomedix.  Inc. 

Jan. 

106 

Pads,  O.  R.  Positioning 

Professional  Specialties  Co. 

March 

112 

Paging  Module 

Impact  Instrumentation,  Inc. 

Nov. 

85 

Patient  Chart  Wall  Racks 

Raymo  Products,  Inc. 

Julv 

54 

Patient  Monitoring  Equipment 

Hewlett-Packard  Co. 

March 

98 

Patient  Mover 

Dixie  U.S.A.,  Inc. 

Julv 

59 

Patient  Transfer  System 

Century  Mfg.  Co. 

April 

74 

Pen,  Ball  Point 

Manostat  Corp. 

March 

86 

Percussor 

Hudson  Oxygen  Therapy  Sales  Co. 

Jan. 

68 

Personal  Cleansing  Appliance 

Aqua  San  Industries,  Inc. 

March 

98 

Pitcher 

The  Vollrath  Co. 

.April 

74 

Polvethvlene  Film 

Favorite  Plastic  Corp. 

Jan. 

% 

Printer,  Digital 

3M 

July 

56 

Processor,  Tissue 

Lab-Tek 

Feb. 

54 

Protective  Powder 

ConvaTec 

Nov. 

79 

Pulmonarv  Testing  Svstem 

Ohio  Medical  Prixlucts 

Nov. 

81 

Pulse  Meter 

Labtron  Scientific  Corp. 

Mav 

76 

Pulse  Monitor 

The  Lumiscope  Co..  Inc. 

Nov. 

68 

Pumps,  Peristaltic 

Manostat 

April 

72 

Purge  and  Trap  Apparatus 

Wheaton  Scientific 

Feb. 

54 

RIA  Kits 

American  Diagnostics 

Jan. 

126 

Rack  Construction  Kit 

Bernard  Franklin  Co. 

March 

100 

Rail  Kit 

Fairfield  Medical  Prixlucts  Corp. 

Nov. 

79 

Reagent  Discs 

Marion  Scientific  Corp. 

.March 

116 

Reagent  System 

Mallinckrixlt,  Inc. 

Jan. 

124 

Record  Racks 

Ravmo  Prixlucts,  Inc. 

March 

90 

Recorder,  Ultrasound 

Honeywell  Test  Instruments 

Feb. 

48 

Refrigerator,  Laboratory 

Jewett  Refrigerator  Co..  Inc. 

.Aug. 

136 

Refrigerator,  Undercounter 

Forma  Scientific 

.Mav 

82 

Regulator,  Oxygen 

Eric  Controls 

June 

64 

Regulators 

Mada  Medical  Prixlucts.  Inc. 

Jan. 

72 

Regulators 

Scientific  Gas  Prixlucts,  Inc. 

.Aug. 

140 

Rescue  Carrier 

Femo- Washington 

.April 

74 

Respirators 

3M 

March 

86 

Restrainer,  Rat 

Braintree  Scientific.  Inc. 

Mav 

82 

Restraint,  Limb 

E.  .M.  Adams  Co..  Inc. 

Jan. 

106 

Resuscitation  C'art 

Hospital  Consoles.  Inc. 

March 

108 

Resuscitator,  Cardiopulmonary 

Dixie  U  S. A..  Inc. 

April 

76 

{  Rust  Remover,  Linen 

OPL  Systems.  Inc. 

Jan. 

88 

i  Safetv  Rail 

Jung  Prixlucts.  Inc. 

June 

62 

!  Scalpel,  Electrosurgical 

Neomed.  Inc. 

Sept. 

.50 

!  Screen 

Omnimed.  Inc. 

IX'c 

52 

Seat,  Orthopedic 

Accu-Back.  Inc. 

Mav 

72 

1  Serving  Svstem 

Sweetheart  Plastics 

Jan. 

120 

Shampoo  Trav  Set 

Ravmo  Prixlucts,  Inc. 

Jan. 

108 

1  Sheet,  Cranial 

Surgikos 

March 

1 10 

Sheet,  Pediatric  Incise 

Surgikos 

Feb. 

44 

Sheet.  Stretcher 

Central  States  Diversified 

Dec. 

58 

!  Sheet,  Waterproof 

Teysan  Pharmaceutical  Co.,  l.td. 

Sept. 

54 

i  Shoe  Cover,  Conductive 

Fashion  Seal  Uniforms 

Jan. 

90 

Shoe,  Healing 

Alimed,  Inc. 

Nov. 

72 

1  Shoe,  Post-Operative 

Etta-Kit  Fmterprises,  Inc. 

Nov. 

82 

Sigmoidoscope.  Disposable 

Welch  Allyn 

Sept. 

52 

;  Skin  Stapler 

3M ‘Wound  Closure  Prixlucts 

IXc. 

54 

1  Slick  Set,  Pediatric/Neonatal 

Polamedco.  Inc. 

Nov. 

68 

Soap,  Scrub 

Medical  Chemical  Corp. 

Jan. 

118 

^  Soap,  Scrub 

Medical  Chemical  Corp. 

April 

72 
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Sphygmomanometer 

Labtron  Scientific  Corp. 

March 

88 

Sphygmomanometer 

Labtnin  Scientific  Corp. 

June 

65 

Sphygmomanometer 

Labtron  Scientific  Corp. 

Oct. 

70 

Sphygmomanometer  Cuff  Cover 

David  Scott  Co. 

Jan. 

114 

Sphygmomanometer,  Electronic 

Bristoline  Inc. 

Jan. 

123 

Sponge  Counter 

Devon  Industries  Inc. 

Dec. 

58 

Sponge,  Surgical 

Steriplex  Corp. 

March 

104 

Sponges 

Superior  Plastic  Prixlucts  Corp. 

Feb. 

46 

Sputum  Collection  Kit 

Plasta- Medic 

April 

74 

Stain  Packs.  Hematology 

Volu-Sol  Medical  Industries.  Inc. 

Feb. 

50 

Stand,  Floor 

Burton/Cavitron 

May 

74 

Steam  Indicator 

Aseptic-Thermo  Indicator 

Dec. 

57 

Sterilization  Bag  System 

Scientific  Containers.  Inc. 

July 

58 

Sterilization  Record  Cards 

Aseptic-Thermo  Indicator 

Feb. 

48 

Sterilizer,  Table  Top 

Vemitron  Medical  Prixlucts 

May 

74 

Sterilizer,  Table  Top 

Vemitron  Medical  Prixlucts 

July 

54 

Sterilizer  Wrap 

Central  States  Diversified.  Inc. 

July 

58 

Sterilizing  Trays,  Micro-Instrument 

J.  Sklar  Mfg.  Co..  Inc. 

Nov. 

68 

Stethoscope 

Newport  Instruments.  Inc. 

April 

72 

Stethoscope,  Anesthesiology 

Labtron  Scientific  Corp. 

Dec. 

51 

Stethoscope,  Cardiology 

3M  Medical  Prixlucts 

March 

108 

Stethoscope,  Electronic 

Labtron  Scientific  Corp. 

March 

112 

Stethoscopes 

First  Medical  Corp. 

Jan 

76 

Stethoscopes,  Esophageal 

Shcrwixxl  Medical 

June 

66 

Stirrup  Cover 

Principle  Business  Enterprises.  Inc. 

Dec. 

58 

Stimulator,  Muscle 

General  Physiotherapy.  Inc. 

Oct. 

70 

Stockinet 

Surgikos 

March 

no 

Storage  Unit 

Hcalthmark  industries  Co. 

March 

106 

Strengthener 

SpiirtsHealth  Prixlucts 

Jan. 

no 

Stroke  Prediction  Device 

American  Hospital  Supply  Corp. 

Oct. 

72 

Suction  Collection  Unit 

Bard- Parker 

April 

68 

Suction  Collection  Unit 

Bard-Parker 

May 

70 

Suction  Collection  Unit 

Bard-Parker 

Sept. 

66 

Suction  Kit 

Bard-Parker 

Sept. 

66 

Suction  Procedure  Kit 

Bard-Parker 

Oct. 

76 

Suction  Unit 

Enraf-Nonius 

Jan. 

78 

Suction  Unit,  Portable 

J.  Sklar  Mfg.  Co..  Inc. 

Feb. 

44 

Support,  Cartilage  Knee 

Trufomi  Orthotics  &  Prosthetics 

Jan. 

68 

Surgical  Temperature  Monitoring 

LaBarge.  Inc. 

Nov. 

78 

Suture  Removal  Kit 

Medi.  Inc. 

Dec. 

55 

Sutures 

Lix>k.  Inc. 

June 

66 

Swab  Stick 

Operand-Redi  Prixlucts 

Dec. 

52 

Syringe 

Becton- Dickinson 

June 

64 

Syringe.  Blood  (ias 

Becton-Dickinson 

Feb. 

50 

Syringe,  Blood  (las 

Becton.  Dickinson  Vacutainer  Systems 

Aug. 

126 

Syringe  Dispenser 

Manostat 

March 

118 

Syringe  Filter  Holder 

Schleicher  &  Schuell 

May 

80 

Syringe  Needle 

Becton-Dickinson 

June 

64 

Syringes 

Labtron  Scientific  Corp. 

March 

88 

TcpOj  Monitors 

Narco  Air  Shields 

Nov. 

80 

Table,  Instrument 

Medi-Matic.  Inc. 

Sept. 

62 

Table,  Medical 

Hamilton  Industries 

May 

70 

Table,  Mobilization 

Tru-Eze  Mfg.  Co..  Inc. 

Sept. 

50 

Table,  Treatment 

Chattanixiga  Corp. 

March 

96 

Table,  Urological  X-ray 

Sybron  Medical  Prixlucts  Division 

Aug. 

126 

Tables 

Hausmann  Industries 

Aug. 

130 

Tables.  Folding 

D.  A.  Kadan  Co..  Inc. 

Aug. 

126 

Tape,  Lab  Label 

3M 

Aug. 

138 

Tapes,  Fastening 

A.  Meyers  &  Sons  Corp. 

May 

72 

TENS  Patch,  Foam 

Uni-Patch,  Inc. 

Jan. 

78 

TENS  System 

ipeo  Hospital  Supply  Corp. 

Jan. 

72 

TENS  System 

Wallant  International  Trade,  Inc. 

Nov. 

70 

Test  System,  IFA  Toxoplasma 

Zeus  Scientific.  Inc. 

March 

118 

Test  Tubes,  Disposable 

Clinical  Plastics.  Inc. 

June 

67 

'  Thermometer 

Labtron  Scientific  Corp. 

May 

76 

Thermometer 

Heltcmp  Industries.  Inc. 

Dec. 

52 

Thermometer,  Monitoring 

Bailey  Instruments,  Inc. 

April 

70 
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i  Thermometer,  Monitoring 

Bailey  Instruments.  Inc. 

June 

63 

Thermometers,  Clinical  Monitoring 

Bailey  Instruments.  Inc. 

Sept. 

64 

Thoracic  Drainage  Unit 

Vemitron  Medical  Products 

Aug. 

128 

Timer,  Digital 

Hospital  Consoles.  Inc. 

March 

106 

Toilet  Seat 

Sci-O-Tech 

June 

60 

Toilet  Seat,  Klevated 

Max  Weiss  and  Sons.  Inc. 

Sept. 

50 

Tonometer 

Analytical  Prixlucts.  Inc. 

April 

80 

Tonometer  Adaptors 

Analytical  Products.  Inc. 

.March 

106 

Tonometer  Syringes 

Analytical  Products.  Inc. 

March 

106 

T  onometer/T  onographer 

Digilab 

Nov. 

74 

Totalizer,  Video  Scanning 

New  Brunswick  Scientific  Co..  Inc. 

Aug. 

144 

Tote  Boxes 

Healthmark  Industries  Co. 

Dec. 

53 

Tourniquet 

Cryosan.  Inc. 

Jan. 

74 

Tracheostomy  Care  Kits 

Superior  Plastic  Products  Corp. 

Jan. 

70 

Transporter,  Outdoor 

Palmer  Industries 

Jan. 

112 

Tray,  Carrying 

J.  D.  W'ainw right  Distributors 

May 

78 

Tray,  Catheter 

Healthmark  Industries  Co. 

Jan. 

94 

Tray,  Sample  Storage 

Wheaton  Scientific 

Jan. 

94 

Trays,  Lab 

Healthmark  Industries  Co. 

May 

80 

Trays,  Medication 

Raymo  Prtxiucts.  Inc. 

Sept. 

58 

Treadmill,  Jogging 

MacLcvy  Prtxlucts  Corp. 

Jan. 

106 

Tube,  Ear  Suction 

Gilbert  Surgical  Instruments.  Inc. 

March 

86 

Tube  Rack  Shipper 

Polyt'oam  Packers  Corp. 

March 

116 

Tubes 

Superior  Plastic  Prixlucts  Corp. 

Feb. 

46 

Tubes 

Bard- Parker 

June 

60 

Tubes 

Becton.  Dickinson  Vacutainer  Systems 

Aug. 

126 

Tubes,  Citrate 

Becton-Dickinson 

Jan. 

124 

Tubes,  Culture 

Bccton.  Dickinson  Vacutainer  Systems 

July 

54 

Tubes,  Endotracheal 

Argyle 

Aug. 

132 

Tubes,  Serum  Separation 

Becton.  Dickinson  Vacutainer  Systems 

Oct. 

70 

Tubing 

Manostat 

March 

118 

Tubing,  Rubber 

Vesta.  Inc. 

July 

56 

1 

I'ltrasound  Equipment 

Rohe  Scientific  Corp. 

Nov. 

76 

Ultrasound  (iel 

Parker  Laboratories.  Inc. 

Aug. 

126 

Ultra-Violet  Light  Sources 

Ultra-Violet  Prixlucts.  Inc. 

.March 

94 

Ultra-Violet  Meter 

Spcctronics  Corp. 

June 

66 

Underpad,  (iiant 

Paper- Pak  Prixlucts.  Inc. 

July 

56 

Underpads,  Disposable 

Mark  One  Hospital  Prixlucts.  Inc. 

July 

54 

Urodyuaiiiic  Investigation  System 

Elcomatic.  Ltd. 

Jan. 

122 

Urostomy  Pouch 

ConvaTec 

Nov. 

79 

Vaginal  Speculum 

Amko  Manufacturing  Co. 

Dec. 

56 

Valves,  Breathing 

Instrumentation  Industries.  Inc. 

Jan. 

94 

Vaporizer  Interlock 

Foregger  Medical  Division 

Jan. 

94 

Vein  Evaluator 

Argvle 

Jan. 

88 

Vessels,  Digestion 

Nalge  Co. 

Nov. 

74 

Vial,  Polyethylene 

W'heaton  Scientific 

IX'c. 

58 

Vials 

Monoject 

June 

66 

Walker,  Adjustable 

Jung  Prixlucts.  Inc. 

July 

54 

Walker,  Children's 

Camp  International.  Inc. 

Sept. 

62 

Walking  Aid 

Jung  Prixlucts.  Inc. 

Nov. 

72 

Washing  System,  Labvvare 

Forma  Scientific 

April 

78 

W'aterbath 

Cryosan.  Inc. 

Dec. 

59 

Wheelchair 

Invacare  Corp. 

Jan. 

96 

Wheelchair  &  Stretcher  Combination 

Mobilizer  Medical  Prixlucts 

Sept. 

58 

Wheelchair,  Indoor/Outdoor 

Sherry  Prixlucts.  Inc. 

July 

59 

W  heelchair  Tray 

Raymo  Prixlucts.  Inc. 

Dec. 

54 

1  Work  Station,  Lab 

Howorth  Air  Engineering  Ltd. 

Feb. 

54 

]  Wound  Drain 

Sherw'ixxl  Medical 

June 

60 

i  Wound  Suction  Kit 

i 

Sherwixxl  Medical 

April 

76 

i 

1  X-ray  Cassette 

Spectronics  Corp. 

Nov. 

81 

j  I4() 
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